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FOiiEIGN BROADCAST INFORMATION SERVICE 
P. O. Box 2604 
Washington, D. C. 20013 


20 June 1985 


STAT 


I was sorry to hear that you have had surgery but hope 
everything went well and that you are on the road to recovei^. 

Be sure to take whatever time you need for full recuperation. 

If there is anything I can do for you be sure to let me know. 

Sincerely, 

STAT I 


Director 


STAT 
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